CLASSIFICATION OFFICE DECISION 


Title of publication: 

Italian Milfs! Mamma Mia! 

Other known title(s): 

Italian MILFs! Mamma Mia! 

OFLC ref: 

1000384.000 

Medium: 

DVD 

Distributor: 

Calvista NZ Ltd 

Director: 

J. F. Romagnoli 

Producer: 

Not stated 

Country of origin: 

Not stated 

Language: 

English, Italian 

Applicant: 

Film & Video Labelling Body 

Classification: 

Objectionable except if the availability of the publication is 
restricted to persons who have attained the age of 18 years. 

Excisions: 

No excisions recommended 

Descriptive note: 

Contains explicit sex scenes. 

Display conditions: 

None 

Date of entry in Register: 

25 March 2010 

Date of direction to 

issue a label: 

24 March 2010 



Components 

Running time 

Menu: 

Play 



Scene Selection 



Extras 


Feature (s): 

Italian Milfs! Mamma Mia! 

92:33 

Timed component(s): 

Bonus Scene 

13:12 


The Private Life Of Aletta Ocean 

1:05 


Euro Chicks Love 2 Dicks 

1:07 





Threesomes With Big Boob Girls 

1:03 


Notices 

0:58 

Total running time: 


109:58 


Summary of reasons for decision: 

Not applicable 



